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ACTION ACD A- 10 

INFO OCT-01 ARA-06 EUR- 12 IO-ll ISO-OO FEA-01 CIAE-00 

INR-07 L-03 NSAE-00 NSC-05 EB-07 NRC-05 OES-03 

DODE-OO INRE-00 SSO-OO NSCE-00 PM-04 SS-15 /090W 

130478 

O R 180946Z FEB 76 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC IMMEDIATE 6526 
USMISSION IAEA VIENNA IMMEDIATE 
INFO AMEMBASSY BERLIN 
USMISSION USBERLIN 
AMEMBASSY BRASILIA 
AMEMBASSY LONDON 
AMEMBASSY MOSCOW 
AMEMBASSY PARIS 
AMCONSUL RIO DE JANEIRO 
ERDA GERMANTOWN 

CONFIDENTIAL BONN 02670 

E.O. 11652: GDS 

TAGS: IAEA, TECH, PARM, GW, BR, WB 
SUBJECT: FRG/IAE A/BRAZIL TRILATERAL SAFEGUARDS 
AGREEMENT 

REF: A. IAEA VIENNA 1 168; B. BRASILIA 1394; C. IAEA 
VIENNA 1212; D. BONN 01991(NOTAL(; E. IAEA VIENNA 0878 
(NOTAL) 

1 . EMBASSY BELIEVES IT ESSENTIAL THAT ONGOING 
DISCUSSIONS INVOLVING SOVIET VIEWS ABOUT SUBJECT 
AGREEMENT INCLUDE CONSULTATIONS WITH FRG AT AN APPRO- 
PRIATE LEVEL. WE NOTE REF E COMMENT THAT FRG MISSION 
IN VIENNA DOES NOT RPT NOT HAVE PERSONNEL IN VIENNA 
COMPETENT TO DISCUSS SUBSTANCE OF SOME SAFEGUARDS 
ISSUES. IN OUR VIEW, SUBJECT AGREEMENT IS OF HIGHEST 
POLITICAL IMPORTANCE TO FRG. WE BELIEVE THAT APPROPRI 
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AWARE OF STATE OF PLAY IN VIENNA AND ABOUT USG ROLE. 

2. EMBASSY IS PREPARED TO ASSIST IN ANY WAY POSSIBLE. 

HILLENBRAND 

CONFIDENTIAL 
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